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CUMMINGS COMES ALIVE--Veteran actor Anthony Zerbe 
appeared in Phillips Hall last Tuesday night and presented “‘It’s 
All Done With Mirrors,’’ based on the writings of E.E. 
Cummings. Zerbe is best known for his Emmy winning role in 
the television series ‘‘Harry O.”’ 
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Zerbe treated SAC to 


evening with Cummings 


by Russ Chesley 

Those of you who didn’t make Anthony Zerbe’s 
presentation of E.E. Cummings’ writing, ‘‘It’s All 
Done With Mirrors,” last Tuesday night in Phillips 
Hall missed a truly unique experience. 

Cummings, the lower-case lyricist of twentieth 
century American poetry, brought to much of his 
verse a biting social criticism of vulgarity, 
dehumanization and pretense. But he also carried 
a soaring vision of the glory of the human spirit. 

His work is a celebration of joy and despair, an 
expansion of our language and a running 
commentary on life, movement, sensuality and 
being. 

Zerbe, a most engaging personality as well asa 
consummate actor, brought to life the 
unsurpassed lyric purity and_ intensity of 
Cummings’ best writing in a recitation- 
performance of selected poetry and prose. 

Overcoming the problems inherent in the 
transfer of Cummings’ distinctly visual poetry (he 
referred to himself once as ‘‘an author of pictures, 
a draughtsman of words’) from paper to speech, 
Zerbe managed to capture the music in his lines 
and the cadences of life that run throughout his 
work. 

This is readers’ theatre at its best, taking the 
visual and making it oral, transferring the written 
word into action onstage. Zerbe carries it off with 
enthusiasm and a nimble tongue able to catch the 
wit and velocity of Cummings. 


The rhythms are sure, the subtleties carefully 
shaded and the sensitivities gently exposed in 
Zerbe’s engrossing performance. His touch is 
perfect for Cummings’writing -- light and quick, 
with the punch and sweetness needed to express 
the range of feelings and thoughts that Cummings 
incorporated in his poetry. 

Zerbe opened the evening with a somewhat 
rambling period of anecdotal nostalgia about his 
youth (he went to Newport Harbor High School) 
and his early introductions to acting and literature. 

Although a bit long-winded, his initial remarks 
served to put the audience at ease and relieve 
much of the stuffiness commonly associated with 
poetry readings, and his willingness to be known 
was excellent advance work for poetry by a man 
who revealed so much of himself. 

Following his performance, Zerbe answered 
questions and expressed some of his thoughts on 
Cummings’ poetry, acting, the integrity of art and 
the nature of artist/audience relationships. 

His ideas on the value of the audience's 
perceptions and creativity fit well with his 
interpretations of Cummings. ‘‘You are 
Cummings. You re-create this experience. You 
create me,” he said. 

By his successful integration with and 
assimilation into Cummings’ writing, Zerbe 


brought the audience into his experience and gave 
each viewer the chance to take home a piece of the 
great poet's vision. 
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students mistake Learn the tools of 


by Gary Hoffman 


Americans, it seems, are at 
-birth blessed with one inherent 

ability which they know will be 
with them long after their other 
skills have diminished or 
disappeared completely. 

The ability | am speaking of is 
the power to distinguish 
important letters from junk mail. 

Unfortunately, certain SAC 
students are losing their touch. 

This past fall, at registration 
time, the Institutional Research 
Office at SAC initiated the first 
stage of what they call the 
Longitudinal Study of Student 
Flow and Persistence. 

The long-range purpose of 
this study is basically to see 
what effects SAC has on its 
students. 

One out of every four newand 
new transfer students entering 
SAC in the fall was provided 
with an Entering Student 
Questionnaire. This means that 
approximately 1300 were 
issued. 

About 25 percent of the 1300 
were lost because the people 
failed to register. 

A total of only 375 
questionnaires were returned at 
registration, andquestionnaires 
were then mailed to the 
remain.ng 622 active students. 

The response rate to the 
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Cover 


Vietnam spread 


survey for ‘junk’ 


mailing was only 41 percent, or 
254. The other 368 people 
undoubtedly dismissed the 
questionnaire as junk mail, and 
deposited it in the can. 

The final sample size for the 
study became 629. These 
Students will be followed, 
unless they drop out, for the next 
five years. 

The Longitudinal Study is 
comprised of five questionnaires 

The first of these is described 
by Harold Bateman, Dean of 
Admissions and Records, as ‘‘an 
attempt at getting a good profile 
of the incoming students.” 

Every student who completed 
the first questionnaire will get a 
copy of the results, which gives 
some very interesting statistics. 

For instance, over one-half of 
the people attending SAC are 
working full-time. 

Almost 50 percent of SAC’s 
students, or their parents whom 
they are living with, manage to 
get by on less than $10,000 
annually. 

The results also showed that 
approximately one-half of the 
students expect to achieve 
mostly A’s and B’s at SAC. In 
subsequent questionnaires, it 
should be interesting to see how 
well students’ expectations 
match up with their actual 
performances. 

(continued on page 2) 


today, now at SAC 


by Cindy Crozier 


A few years ago, computers were thought to be 
an item of the future. The average person thought 
they would have little use for them in their life 
time. 

But in ten years, computers have helped man 
advance in areas from aerodynamics and 
medicine to business enterprise, both large and 
small scale, and even auto maintenance. TV’s and 
games. for both the young and old have become 
computerized, and in five years it’s been estimated 
that our phones will be computerized. 

Our bank statements, checking accounts, 
medical records, electric bills, even our taxes are 
done by computer. “Within the next ten years 
people will begin buying personal home 
computers from Radio Shack just as they would a 
stereo or television,’ according to Wayne Gibson, 
SAC math/computer science department head. 
And why not, once they’re programed with all the 
personal information, such as tax deductions and 
gross income minus state and local revenues, 
your tax statement for Uncle Sam will be ready in 
less than five minutes. No more wondering for 
weeks if the forms were written in ancient Greece 
or if they were the product of an accounting major. 
With the time, effort, aggravation and money we'd 
save, the computer would pay for itself in less then 
one year. 

SAC, like many other junior colleges, has the 
capability of offering its students the opportunity 
to learn how to use and program computers. 

Several courses are offered in both the science, 
math, and business information areas. SAC can 
teach you to be a computer programmer for most 
any major company or can simply prepare you to 
use a computer not too different from those you 
may find in your home in the next few years. 
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There are two computer systems on campus 
now: one located in the library for education and 
academic tutoring and information, and the other 
located in the business wing in the computer 
center which its used by the college administration 
as well as business information and math classes. 

The computer in the library is designed to use a 
language called Basic, which is thesimplesthigh- 
level language for a student to learn in order for 
them to be able to communicate with a computer. 

There is a book available in the Don Bookstore 
for 25¢ called Basic Computer Language, which 
gives a brief explanation of the commands you 
give the computer as well as the language itself. 
With this, any student can get a good start on 
learning how to operate one of the terminals in the 
library. 

Gibson explains, ‘Basic is the language of a 
computer as is Fortran and Cobol, etc. However, 
unlike the other languages, Basic has not been 
standardized,’’ which means that if one computer 
uses Basic and you wanted to use your program on 
another computer also programed to take Basic, 
you may have to vary the program a little in order 
for the other computer to understand it, ‘But the 
language of Basic is so easy to learn,’’ continued 
Gibson, ‘that it’s a compensating factor itself.” 
Roy Lewis, a student of computer science, adds, 
“It's like changing typewriters where the keys are 
a little different.” 

Most large business and science computers use 
a language called Fortran which is more 
complicated. Fortran is the language the computer 
in the business wing uses, and the language itself 
has been standardized. Therefore once a student 
learns Fortran on this computer he will not have to 
vary the programs when using a different 
computer, programed to understand Fortran. 


(continued on page 2) 
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NEWS--2 


News Briefs 


Free tax assistance 


Does the thought of filling out income statements horrify you? 
Do they look as if they were printed in ancient Greece? Well your 
troubles may be over. Free income tax service is available to the 
public each Monday from 7 to 10 p:m. — 

Students in the Volunteer Income Tax Assistance (VITA) class 
will provide assistance in filling out the tax forms. 

For more information on alternate locations and days of the 
program, call R. Moranes at (714)836-2825, or Maria Hernandez 
at the college (714) 835-3000. 


Congrats to Blaustone and Hurley 


Robert Blaustone, director of SAC Theater Arts and John 
Hurley, SAC English instructor, combined their talents to 
write a first prize musical script for the first Annual Playwrite 
Festival Awards program sponsored by the Orange County Art 
Alliance. 

The play, entitled ‘“Twice in Eden’’ will be presented this. 
summer through a professional theater company. 


ASB petitions available 


Those wishing to run for ASB President, Vice-President and 
Senators may pick up their petitions in the Student Activities 
office starting Monday April 17. 


Jam session April 19 


A “Get-Down Jam Session” sponsored by the Women’s 
Opportunity Center is planned for Wednesday April 19. Everyone 
is invited to participate in the session especially students and 
instructors. Bring your own instruments to the Snack Bar Patio at 
12 noon. 


Graduation petitions due 


Applications for June graduation must be submitted to the 
Admissions Office by April 19. Students who intend on fulfilling 
graduation requirements during the summer, but wish to attend 
June commencement must also apply. These magic little slips of 
paper are available in the Counseling and Admissions area in the 
SAC Administration Building. 


Concert band to perform 


Santa Ana College Concert Band and Jazz Ensemble will‘ 
present their spring concert featuring Jazz Trombonist Bill 
Watrous on Sunday April 16 at 8 p.m. in Phillips Hall. They will 
also preview their concert today in the amphitheater at 11:45 
a.m. 


Airline Club plans trip 


SAC’s Airline Transportation Club is planning a June 23-30 
trip to Hawaii according to Mary Lou Finley, club advisor. 
There are still some seats available on the charter flight for 
those interested in attending. The package cost is $312 which 
includes round trip tickets, ground transportation and room 
accomodations for a week. 


Rempalski dancers in concert 


Lynn Rempalski and her college dancers will present their 
annual concert in Phillips Hall on April 21-22. Special guest 
star will be Alvin Mayes, former fullback at the University of 
Michigan. Rempalski will also appear to dance. The event will 
be choreographed by Del Speed from OCC. 


‘Sweet William’ in book bag 


This month's book bag novel is entitled ‘‘Sweet William’ by 
Beryl Bainbridge. Dr. Joyce King will hold a discussion on this 
book April 20 from 12-1 in room B-1. The event is sponsored 
by the Women’s Opportunity Center. 


European Left 


Dr. Lucian Marquis, professor of political studies at Claremont 
Graduate School, will lecture on the topic “‘Eurocommunism and 
America” Monday, April 17 at 9 a.m. in the Faculty Lounge above 
the Don Bookstore. 

Dr. Marquis brings a valuable european perspective, as well as 
a great deal of expertise, to extremely complex international 
issues, according to Dr. Fred Mabbutt, SAC political science 
instructor. 


Forensics team goes to nationals 


SAC’s Forensic squad, under the fine direction of instructors Rick 
Mullins and Ken Turknette will travel to Sacramento this weekend 
to compete in the prestigious National Community College Speech 
Championships. 

After finishing 10th in the state competition, both coaches feel 
good about their chances in all the events they will be participating 
in at the nationals. 

There will be 88 schools competing from all over the nation and. 
eight events overall ranging in some interesting categories, SAC 
hopes to do well. 


UCI Information Day 


Discussions regarding admissions, housing, financial aid, the 
UC Educational Opportunity Program and transfer courses as 
well as counseling sessions will be provided. 

The information event will be a part of the UC Irvine Open 
House, Alumni Day and Wayzgoose, and annual student spring 
festival all slated for April 15. : 

An all-day program for prospective and admitted UC Irvine 
Students will be held on Saturday April 15 beginning at 9:30 a.m. 
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Computers: A move 
to the future now 


(continued from page 1) 

The computer in the Business wing is aten-year- 
old Borroughs, which traditionally breaks down at 
the end of every semester, and is about to be 
replaced by a new Honeywell. Rich Harms, 
business information science instructor, 
explained why the new computer will be better. 
‘The maintenance costs are too high because it’s 
out-dated and the parts are hard to get, and have 
to be replaced by hand, to say nothing of how 
much more efficient the new one will be.’’ The 
Borroughs computer now serves the Counseling 
Center, Admissions and the Veterans Center as 
well as the students in the business information 
classes. It, along with the one in the library, is 
capable of handling 24 students at one time on 
campus, and eight others located at four area high 
schools. 

Eventually, the terminals in the library and 
throughout the campus will be able to run off both 
the Honeywell and the library computer by the 
flick of a switch. Also among plans for next fall is 
having someone in the computer center all the 
time to make it available to the students day and 
night. 

The computers are not limited to math, science, 
business or straight computer courses. It’s also 
used in scuba diving classes, micro-biology, 
aerobics, and as an instructional tool in auto 
repair, accounting, psychology and even art. 

Not all students who take Computer 130 go on 
aS a computer programmer , but the one’s who 
take it and memorize the Basic language will be 
prepared to use the ones the average person will 
use in the near future. 

“The first instinct most people have with a 
computer,” says Lewis, is “OH, | might hurt 


DOCTOR MEMORY--SAC students Mark 
Stancl (left) and Elaine Gallegos interface with 
*“Hewie”’ the instructional computer located on 
the second floor of Nealley Library. Students 


something!" But you can’t hurt anything ... once 
they understand that, they begin to fool with itand 
find out for themselves all it can be used for.” 

“Learning to use and program computers is 
taught to a point through courses at SAC.” 
explains Gibson, ‘’But the ones who really get into 
it work on their own, learning to use it as a tool not 
only for computer science or business, but to use it 
as much for the ability to get a response from a 
machine as they would have to in real life.”’ 

Many of the tutoring and information programs 
were designed by students, according to both 
Gibson and Harms. They have also been used as a 
recreational device. Games such as computerized 
versions of Battleship, Hangman, and Star Trek, ar 
programed into the library computer by some of 
the students who work with them, as enjoyment 
during class breaks or as a challenge to see if man 
can beat machine. Here again we see where 
computer's are coming more and more into every 
aspect of our lives. 

“There is always someone in the library 
computer center who would be willing to show 
someone how to use the computer on a basic 
level,’ says Lewis, “We could program the 
computer for them and then showthem howto get 
the information out they want.”’ 

With high schools, junior highs, and even grade 
schools beginning to introduce computers to their 
students, the older generations aren't going to 
have much time to catch up. The time to learn a 
basic computer skill is now while the opportunity 
is free and easily available, not when there's a 
rush. 

Learning to use a computer is a skill, says 
Gibson, It’s as necessary as learning to drive a car 
in today’s world. 


learn that communicating with a computer can 
be easy and fun as well as a valuable tool in 


processing data. 


SAC students surveyed, 


1978. 


(photo by Jeff Armstrong) 


new outlooks anticipated 


(continued from page 1) 

Each year the student attends 
SAC, he will be sent phase Il, the 
Student Experience Questionairre. 

Through this inquiry, the 
Research Department will find 
out how certain characteristics 
of the student have changed asa 
result of attending SAC. 

The student will also rate 
himself in various social and 
academic areas, and rate his use 
of and satisfaction with the 
college courses and services. 

Bob Daly, research assistant, 
stressed the importance at this 
Stage of finding out if “there's 
any correlation between 
personal attitude and performance 
in school.” 

If a student should decide to 
leave SAC early, he will be sent 
a questionnaire to find out his 
reasons for leaving as well as 
his present plans and status. 

Those managing to graduate 
from SAC will also receive a list 
of questions. As well as 
determining individual charac- 


teristic changes, these will help 
outline the graduate’s 
objectives, and his vocational 
plans. 

Finally, about a year after he is 
let loose on the world, the SAC 
graduate will be senta follow-up 
questionnaire, the purpose of 
which will be to make sure he 
was Satisfied with the 
educational preparation 
provided by SAC. 

This person will also rate 
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himself for a fourth time in 
various social and academic 
areas, thus making it clear how, 
if any, his self-evaluation has 
changed through the years. 

So there you have it. 

Five questionnaires;each one 
having a specific purpose, yet all 
of them functioning together to 
determine how the students’ 
feelings and attitudes are 
changed, shaped and developed 
by the school. 
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Editorial 


Peace in Middle East stil| an elusive dream| 


Much has been written on the question of peace 
in the Middle East. The problems facing it seem to 
be insurmountable and never ending. For the most 
part, it is a complicated issue laced with deep- 
seated beliefs and emotions. 

The problem seems to be finding a workable 
peace solution which most of the Arab nations, 
Egypt. Saudi Arabia, Syria, Jordan, Lebanon.. . 
can agree on. While at the same time, the solution 
must meet with Israel's conceived notions of what 
is fair. 

The tension goes back 30 years to the first war. 
Then the Arabs felt hurt by the very creation of an 
Israeli state and refused, from the beginning, to 
accept it. The Arabs felt that the Israelis were 
occupying their nationlist territory. 

The Israelis, on the other hand, believed that 
they had a historic right to the land they occupied, 
and to the territories they would assume in the 
course of 30 years of fighting. 

No Arab leader in history has ever 
acknowledged Israel as a free country with a right 
to exist. So, when President Sadat of Egypt in 
November of last year said, “lam ready to go to the 
ends of the Earth if that will save one of my 
soldiers, one of my officers from being scratched. | 
am ready to go to their house, to the Knesset, to 
discuss peace with the Israeli leaders.” It was a 


bold and courageous statement to make, and one 


which would change the direction of the Middle 
East war. It seems, however, that the change 
lasted only a short time. 

After that initial visit by Sadat, or what he 
termed his ‘sacred mission,’ peace, for the first 
time in 30 years, seemed at hand. But then the old 
arguments and disagreements, once again, 
heated up. 

Israelis Prime Minister, Menachem Begin, 


seemed to feel that al! the negotiating should 
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come from the Arabs. Begin refused to give up any 
settlements on the West Bank or Gaza Strip, 
although doing so would pose little security risk to 
his country, and he would not accept a resolution 
of a homeland for the Palestines. 

The el DON believes that it is time that Israel 
made some concessions toward the goal of peace. 

President Sadat cannot be expected to do any 
more until he has some sort of good faith 
agreement from Israel that it really wants peace. 

At stake are some 57 settlements which Israel 
feels are rightly theirs through biblical history and, 
as some sort of security area for the country. 

Sadat, however, has made it clear from the 
beginning that the Arabs would guaranteel!sraelis 
security a ‘thousand times over’ if they would only 
give back the Arab land. Begin, however, seems to 
be determined to have both security and a share of 
Arab territory. 

The PLO is another very touchy situation which 
the two countries are unable to come to an 
agreement on. 

The Arabs feel that the Palestines have a right to 
their sovereignty and to a homeland. The Israelis 
believe them to be a threat to their national 
security and would like to see them totally 
removed form their borders. 

_Begin even went so far at the peace talks in 
January to comapre the Palestinian claims to the 
West Bank with those of Nazi Germanyon the 
Sudetenland, a predominantly German portion of 
Czechoslovakia, in the late 30's, a totally 
outrageous comparison. 

The el DON fee/s that the next move toward 
peace must come from Begin. The raid a week ago 
into Lebanon by the Israelis as a counter-attack to 
terrorist activity which occurred in their country a 
week before, proves only that the Israelis are not 
yet ready to make a lasting peace. 
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/srael, it seems, not only wants the settlements 
they now hold, but it appears they desire more 
land which, in some twisted biblical sense, they 
believe to be theirs. 

Peace in the Middle East will continue to be an 
elusive dream until the Israelis, and particularly 
Begin, realize that compromise means giving 
some things up. 
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Garland groupie; 
editorial recalled 


Letters 


Dear Editor, 

| must say it is refreshing to 
read a David Bowie review that 
didn't place him on an 
invulnerable pedestal and 
viewed him as an aging ad over- 
promoted has-been. 

Garland is an_ enjoyable 
regular feature of el DONand | 
like to read his weekly musical 
comments. 

| can't begin to understand 
what all this controversy is 
about stemming from his 
personal opinions. Just because 
he has a unique, but well 
informed view of the heavily 
commercialized music world 
doesn't mean he is mad. 

He doesn't have to agree with 
anyone including me. | respect 
his ideas but | won't force 
anyone to believe in mine. 

All | can really say is that | like 
Gary Garland and what he 
stands for. 

Kathy Fager 

SAC student 
P.S. | hate Jackson Browne and 
the Doors, but | dig the Ramones 
and Nugent. 


6064. 


Business Manager . 


Whitfield. 
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el DON, 

| think that your editorial in 
your April 7 issue is somewhat 
to be desired -- it stinks. If you 
would think before you write it 
might help you in the future. The 
editorial is ‘Money Eaters Thrive 
on Coins.’ 

Your article seems to hinder 
the students more than help. 
What | mean is your comments 
about having someone from the 
vending company stand around 
and give students a_ refund 
would cost the students more 
than the total money lost. 
What's the big deal to go to the 
Business Office and get a refund 
and at the same time advise 
them of the problem? Are you 
implying the students are lazy? 
Or would you suggest that they 
take-out the bill machine which 
would be worse yet. 

You also mentioned all hours 
of the school day, is that 8 a.m. 
to 10 p.m., 15 hours? That would 
cost at $2.50/hr., $37.50 per 
day 5 days a week. Your cure 
seems worse than the illness. 

J. Getty 
Editor's note: the afore- 
mentioned editorial was 
intended to be satirical as well 
as draw attention to the 
situation. 
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Symposium 


- Beer ano no at SAC 
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by Patti Coladonato 


For many students at SAC, unwinding after a 
long day at the books involves a bottle of beer, a 
glass of wine or something homegrown. 

Although the first two are more _ socially 
acceptable and the latter becoming more so all the 
time, they are still a no no for students of all ages 
on a college campus. 

Lately, however, the idea that alcohol and 
college don’t mix is, in some places, being proven 
wrong. 

Cal State Fullerton and Cal Poly San Luis Obispo 
.. are two institution where students, past the legal 
§ drinking age, may indulgein one of Americans 
favorite past-times, drinking. 

Both of these schools are state universities, 
however, and, as such, enjoy different rules and 
regulations than that of J.C.’s. 

However, curious as to how students would feel 
about a ‘pub’ on campus, a question was posed to 
- various Students on a recent school day. 

The question asked was, ‘How would you feel 
about SAC setting aside a place on campus where 
students could buy and consume beer or wine, 
and would you support such a movement?” 

The responses gathered were surprisingly the 

same. 
Michael Munoz--’’Personally, I'm not for it. | think 
that students should be alert for exams and 
lectures and | don’t think alcohol would help that. i 
also think that it would cause a barrier between 
the instructor and the student because the 
instructor would have a harder time getting his 
point across if the student had been drinking. | 
would not support such an establishment on 
campus.” 
Leticia Gomez--‘'l don’t think | would like it if 
people could drink on campus, because they 
would end up doing it all over the place. It would be 
ok if they could control themselves but some 
people just can't. | would be against the whole 
idea.” 
Bernadette VanHood--’'l guess it would be ok, but | 
don't think we really need it. | think people come 
here to go to class and not many people hand 
around afterwards. | don’t think that many people 
would even go to it. However, if a lot of people 
wanted it, | would support it.” 
Jarvis Brown--"‘l don't drink, so | don't care what 
they do.” 
Kenneth Ottrix-’’| don't agree with that idea. In my 
opinion, even many people over 21 don't know 
how'to handle their liquor and | think that if people 
were allowed to drink on campus it would only 
cause a lot of chaos. Besides, you also have to look 
at the possibility of some people sleeping in class 
because they were drunk. | would not support 
such a movement.” 

Alicia Rowe--"'l associate drinking with playing 

and school should be more academic than that. 

You just can't mix liquor and studying. As much as 
| would like to see it happen, | wouldn't want to see 

it happen. | don’t think | would support the idea of a 

drinking place on campus.” 

Steve Hansen--’'l think it would be a good deal. | 

don't think that we really need it, but it would be 

nice to have. | definitely would be willing to 

Support such an idea. , 

Dexter Cole--‘'l feel that it would create a sore spot 

for the campus. If people really wanted to drink 

they could go to a bar. | wouldn't support such a 

movement.” 

Mark Cleary--’’l think that it would be very 

negative. There are plenty of other places where 

people can go if they want to drink. It would be a 

different story if this campus had a different, 

friendlier atmosphere. | don’t support the whole 
idea.” 

Rick Ward--‘'l totally disagree with that idea. It 
would interfer too much with education. As far as 
Student-instructor relations are concerned, it 
might bring them closer together because there 
would definitely be more freedom. However, | 
would only support the idea if | wasn’t the first one 
to do so.”’ 

So it seems that, at least as far as SAC students 
are concerned, a drinking place on campus would 
not be a good idea. Even if there was a movement 
on Campus trying to achieve such a place, the 
effort would probably take years and by that time, 
who knows, there might be something better 
worth fighting for. Anyone got a match? 
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Editor, 
For some weeks now we have 
been reading in el DON the 
2 highly opinionated reviews and 
comments by your rock music 
expert Gary Garland. Although | 
rarely agreed with anything he 
had to say | respected his 
writings as honest and 
sometimes thought provoking. 
His review of the April 3 David 
Bowie concert has enraged me 
to the point where | can no 
longer believe a word he says. A 
bad review is one thing but at 
least it should be honest and 
accurate. After reading his 
review | question whether he 
even attended the concert. If he 
was there he was undoubtedly 
drunk or stoned and spent most 
of the evening in the restroom 
throwing-up because it was 
apparent he didn’t hear the 
same concert as the other 
18,000 people in attendance. - 
His first paragraph is the only 
one which bares a resonable 
facsimile to the facts. After this 
it’s all down hill. 
| guess for a band to be 
enthusiastic for Mr. Garland, 
they have to dress like freaks ala 
Kiss or cover shoddy material 
with long boring drum and 
guitar solos. There was none of 
‘this with Bowie’s band. They 
played with excellent percision 
and displayed honest:emotion 
while playing some of the great 
rock ‘n roll songs of the ‘70's. 
They left Bowie the stage 
knowing that he was what the 
people had come to see. 
. Bowie himself sang and 
moved with more emotion and 
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feeling than | ever seen him 
exhibit previously. This was the 
third time | have had the 
pleasure of seeing “The Thin 
White Duke.” The first was 
three and a half years ago on the 
Diamond Dogs Tour and the 
second was two years ago on 
the Station to Station Tour. His 
showmanship has _ progressed 
beyond the Liberace-like glitter 
that refused to let his music 
have equal presence. Now he is 
a complete entertainer who 
gives you just enough show to 
make you crave even more for it. 

Other errors were the 
omission of Sean Mayer who 
played piano and his deranged 
opinion of the excellent light 
show that gave added power to 
the concert’s overall effect. Oh, 
Mr. Garland, there is no such 
song as ‘The Thin White Duke”, 
the song you most likely referred 
to is called ‘’Station to Station” 
and it was the last song of the 
second set, not part of the 
encore. 

In your last paragraph, you 
seem to wish Bowie had quit 
progressing musically. | guess 
that if you lived a hundred years 
ago you would never want to 
hear anything more progressive 
than ‘Oh, Susanna.” 

William Carstens 

P.S. | feel sorry for Mr. 
Garland. If he included The 
Runaways Live in Japan as one 
of his personal best 10 albums 
of ‘77 he must have only bought 
10 records. 


‘‘l was stone sober seated in 
Section F, Row 3, Seat 5.’’ 
Gary Garland 


Reporter finds Trustees’ 
formalities discouraging 


executive sessions, student 
involyment could help student 


by Bill Burns and the approval of new office 
holders at the last meeting on 
Being rather daring and April 3, took approximately 20 


having an unexplainable 
interest in the uninteresting, | 
found myself volunteering to 
cover the RSCCD’s Monday 
night Board meetings for el 
DON. 

After covering the meetings 
only twice | am left with the 
impression that they are 
designed only to dwell within 
the realm of formalities 
necessary to satisfy our 
bureaucratic system. 

The Board's duty is to vote 
approval or disapproval for the 
issues presented on a consent 
calendar. The topics on the 
calendar and their recommen- 
dations have been hand picked 
by Dr. Johnson who also reigns 
as the secretary of the Board. 

Any other questions or areas 
of concern that need the okay of 
the Trustees to be enforced 
must e presented to the Board by 
the public. The Trustees would 
then consider the problem or 
issues by taking no more than 
five minutes to deem them 
worthy of further discussion. 

All this can make for a rather 
quick and efficient meeting. The 
pledging of allegiance, the 
presentation from the public, 
the consenting of the calendar 


RUTHLESS, ROWOY, RE VOLUTIONARIESIN MORE SPACE TO TELL 
my SIORYY 


minutes before breaking for the 
executive session. 

The executive session is when 
the Board goes behind closed 
doors to discuss non-public 
matters. It is at this point, at 
least from my point of view that 
the Board takes enough time to 
truly consider any issue worthy 
of any real discussion. The rest 
of the meeting they appear to 
just go through the motions. 


Commentary 


Don't get me wrong | really 
don't blame the Board for 
handling things the way they do, 
dealing with topics as 
uninteresting as adopting 
schedules for 1978-79, and 
should the school accept a 
$2,000 diesel transmission and 
$400 color analyzer for th 
photography department can 
really become controversial. 
Why they would not want to 
accept them only God knows so 
let's thank him for recommending 
their acceptance. 

But since premier Johnson 
does hand pick the items on the 
board meeting docket and their 
recommendations, school 
decisions can appear to be a 
little one-sided. Maybe some 
student representation could 
balance things out a bit. 

One way of getting student 
involvement and opinions into 
the meeting would be to allow, 
maybe the ASSAC president to 
have a seat on the Board. 
Although the student repre- 
sentative would not be able to 
vote on issues or attend the 


needs. 

Yet, it is ironic that a Board 
which complains of too much 
state control refuses to 
implement a_ student repre- 
sentative until there can be state 
guidelines for such representa- 
tion. 

But again there isn’t much 
support by ASSAC to be involved 
with the Board because they 
haven't even bothered to 
consistently attend the 
meetings. Undoubtedly, there is 
a lack of interest there. 

Perhaps Dr. Johnson should 
be honored for his one-man 
show that has enabled SAC to 
overcome the apathy that comes 
from being oppressed by the 
ruling over of a hierarchy. 


Summer positions 
available. Earn $6.00 
to $8.00 or more per 
hour, full or part time; 

work near home. 


Want to learn more? 


Contact Joe Dias 
SAC Placement Office 
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DISSAC meets the needs 
of SAC’s disabled students 


78 


by Nora Montano 


campus,” said Dr. West. 


me Communication or learning disabilities special 
1e Through the efforts of SAC’s Special Services services are provided thru the Learning Center in 
1e Department, headed by Dr. John West, the Nealley Library and the Range Adult Learning 
in individual needs of the handicap students are now Center in Orange. 
aS being met. These facilities are designed to aid those 
1e DISSAC (Disabled Student Program) provides students with special needs such as: Hearing 
1e special services for those students with physical losses; voice disorders; Articulation; foreign 
nN handicaps such as: Muscular Dystrophy; Cerebral “accents; and language barriers. 
lis Palsy; Multiple Sclerosis; Blind, partially sighted, The centers are staffed with tutors and 
=Ye| legally blind; Cardiac Disease; and many other counselors in order to achieve the strongest mode 
er physical disablities. of learning and provide the highest level of 
ic Architectural barriers on campus are being education possible for students requiring their 
is eliminated to provide barrier-free mobility to all assistance. 
10 students. All buildings, except Hammond Hall, Counselors are available 6 hours a week and 
to have been equipped with elevators to provide tutors 7-8 hours weekly. There are 150 students 
it. _ access to classroom on upper floors. Electric with learning or communication disabilities 
1e doors, modified restrooms, an elevator in the enrolled in the program. 
10 bookstore, and special parking in front of Russell Dr. West says,’’SAC has the potential to have 
ad Hall have also been established to meet the needs the best facilities to accomodate handicap 
ht of the disabled student. students in the state.” 
to Most of these accomplishments have come Financial assistance is offered in the form of 
h, ; (photo by Ed Medrano) about in the last 3 years. Some classrooms Malad loans, work-study and_ scholarships. 
ch , including the Photo Lab and new kitchens in the rant applications are considered on the basis of 
: Special SERVICES LEADER-Dr. John West ig hand of Me Home Economics room hove been redesigned for exceptional inane need 
ed department is for all disabled students and offers financial aid easier accessability and mobility. A maxi seu an Pasically people oriented," said Dr. West, 
7" ies : é E Ses : 4 made available for those who require of his work with Special Services. ‘‘We have had 
€1e counciling, tutoring and friendship for those in need of it. transportation. strong support from the Administration, Board 
1e Presently there are about 175 physically and staff members. 
handicap students in the program. ‘We still have “The needs for the disabl2d yet to be met are in 
Du alot to do. We are enlisting help from everyone on the works now,” said Dr. West. 
Jit 
Ss . 
rs ahi 
ve be | = e lias are 
ock Critics: 
ns = 
Ar. 
: all Jocko Homo 
Ne 
ns 
ht by Gary Garland can see where rock becomes a latents drool under the name of misfits and retards, they actually also a musician, was later to sire 
religion for them, as Iggy Pop is teenybop hero worship. The benefit, as record companies a long line of tax consultants, H 
in There are a lot of people out the Father, David Bowie the reviewers here are from one of send them free t-shirts, albums, & R Bach. A cousin, Donny 
there who wonder why some of Son, and the neighborhood coke two schools of thought: Los and concert tickets, so a Bach, changed his name and 
nd their fellows become rock dealer the Holy Ghost (most Pinos Correctional Camp for Warners or an Arista can point became a bubblegum singer ina 
critics. And if one doesn't know critics flaunt collapsible noses Boys or Fairview State Mental to them and claim, “hey, we're band with the siblings he 
any members of that ever- incidentally). The altar is the Hospital. A follower of the first just making those handicapped inherited from his’ father’s 
expanding species, one may turntable and the benediction is school keeps his reviews short, asshole’s lives more enjoyable. estate, Wayne, Merrill, and 
want to know what one looks “Gimme Gimme Shock using indiscrete language: ‘This It's our favorite charity and a Marie. Nonetheless, unlike most 
like. Also, is it profitable? Do you Treatment”, er, uh, “Gimme record east bat guano on French dandy tax write-off.’’ Naturally, rock critics, | am _ neither 
get more (and | ain't talking Gimme What | Want.” toast left out in the middle of a there are two sides to this: On grotesque (only unusually 
about bucks) in this field? Sound neurotic? Well if you sidewalk in Palm Springs in the one hand | wouldn't say homely) nor insecure (I hope). It 
; Should you invent one to break had a face that looked like a July.”’ Or for the lesser being sent a Bily Joel Lp is a gift just gives me an opportunity to 
a the ice at your party? Well, these cross between an amoeba anda sophisticated half of the same from friends. On the other, one sadistically bash peoples egos in 
jent P and other insignificant cherry sno-cone, you'd be doctrine, ‘‘this peace crapp’’(| can always sell it to some print. What's more, there’s no 
fent f questions will be answered if | neurotic too. And like most didn't say they could spell). The gullible sap down the block argument, as | have the last 
: you just pursue the following neurotics, rock critics develop second ideology like to prove (almost always another rock word in black and white. So 
ard paragraphs. an incoherent gobbldygook only how hip they are by making lots critic). shove it you little snivelling 
uch First of all, rock critics usually they can understand. Words of references to sex and drugs. So why did | become a rock creeps! 
to come in two shapes and sizes: such as ‘‘riff’’ (a quiet fart?), Example: hearing Ann Wilson critic? Bad genes maybe. | was Aftermath: Gary Garland was 
pre: short and fat or tall and skinny. Echoplex (isn’t that a stroke?), sing gives one the desire to flash descended from J.S. Bach (alias arraigned on charges of 
tate Both types almost always sport digital delay (sounds obscene), your older sister at the senior Little Johann), who was famous displaying idiocy to minors, 
nta- chest-length hair, have freckles, reverb (perhaps related to prom,” or “Led Zeppelin sounds for composing ditties entitled disturbing a mollusk, and 
zits, leprosy, jock itch, or all four. renoun?) and finally, every- great while the listener is on two “Tutti Frutti Fugue in G Minor,”’ generally making a bloody ass 
luch Of course, these features make body's favorite, Minimalist tabs of Orange Sunshine, but on ‘Brandenburg Boogies, Nos. 1 & out of himself. He was 
Ived them as popular as bubonic anticipation of socially mescaline they turn into the 2, and his most celebrated sentenced to five years at the 
they plague (they may have that too), Significant consciousness Archies shouting Chinese piece, “Long Tall Sonata.”’ His Schick Institute for the 
to which means that a lack of awareness (a protest song by a through a wall of Kleenex, brother, J.L. (for Jerry Lee) Bach, Prevention of Rock Criticism. 
the interaction with nearby nubiles punk rock group). limiting the market of this band 
re is is likely to ensue. Therefore, So where can one see these to old-line acid freaks and 
they develop an interest in the weirdos making fools of monitor lizards. Surely, they can = a 
ould esoteric aspects of a popular art themselves? In Rolling Stone, quit being so arty and come J im m ae oh Nn S 
man in order to put down the very the People Magazine of down to us mere peyote and 
C to action they're looking for, saying contemporary music; in Circus, amyl nitrate users.’’ See what | 
ee things like ‘‘all you rah-rahs dig an anthology of press releases; mean? 
e 


on is the same five groups: 
Fleetwood Mac, Barry Manilow, 
Fleetwood Mac, Linda Ronstadt, 
and Fleetwood Mac (over 9 
million served). What a bunch of 
narrow-minded mongoloids!”’ 
But even though this 
asessment is basically true, one 


BOZO’'S 
TASTEE 
CONE 


Bozo Burgers 


Bozo Dogs 


Bozo’s Italian 
Sausage 


Corner of Edinger and 


owe 


Under New Management 


and Tigar Beat, where all of the 


TRAVEL! FOREIGN SHOPS! 
GOOD PAY!--No experience. 
Men/Women. Stamped long 
envelope. Globetrotter. Box 
1266-C4, Kansas City, Mo. 
64141. 


KURTH OF CALIFORNIA--Hair 
fashions for the students who 
want and deserve the very best. 
10% Discount on all beauty 
products, vitamins and 
minerals. Honer Plaza 1439 W. 
17th St., Santa Ana. 543- 
8311. 


BANKERS .LIFE OF IOWA-- 
Earn $700 Plus commission. 
Complete introduction to Life 
Insurance Course for a part- 
time or full time career. Call for 
Information, 547-9233, Tom 
Springsted. 


Classified Ads 


But by being such a pack of 


WANTED.--Assistant to coordi- 
nate rock band_ schedules. 
Santa Ana 8:00-10:00 p.m. 5 
nights per week. Call Ron at 
835-7182. 


LOW COST FLIGHTS AIST-- 
Europe, Israel, Orient, Africa, 
New York, Hawaii, Austrialia, 
and New Zealand. Call Gary 
Rudisil (714) 828-4255 or call 
(213) 652-2727. 291 S. La 
Cienega Blvd. Beverly Hills, 
. Calif. 90211. 


SHORT ON CASH?--Earn up to 
$7.50 per visit, or $15.00 per 
week. Week after week! 
Donating blood plazma. 
Western Biologics, 116 W. 3rd 
St. Santa Ana, Calif. 541- 
2604. 


Portraits 


Baby Photos 
Family Groups 


Passport Photos 


open 7 days 


10% Discount with Student |.D. 


**Check our prices 
before you get a negative 
feeling!’’ 


545-0112 


1514 S. Flower 
Santa Ana, Calif. 


Located at Flower and Edinger Plaza 


Portraits 


James R. Fleming 
Owner 


Weddings 
Graduations 


Communions 


BofA 
and Mastercharge 
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Vietnam: A retrospective Ic 


1978 marks the third year of the communist overthrow of 
Vietnam. In this issue, el Don wishes to reminisce about a 
few of the things that happened during the end of the war, 
how the Vietnamese refugees are making out in America 
and the new trends which have come about since January 
of 1975. 

Perhaps the biggest thing that has happened since then is 
relocating people from Vietnam and mixing them in with 
the American way of life. We have a story from a 
Vietnamese student which tells of family life in Vietnam as 


Jim Welsh (off campus 
Veteran)--’’My first 
memory of Vietnam 
was very pleasant. We 
got off the plane and it 
looked as if there was 
no war at all. It wasn’t 
until my platoon went 


well as America. It focuses mainly on the differences. 

We have a story from a person who recounts’ her 
memories of a brother she lost in the war. 

Also on these pages are veterans’ accounts of things 
which happened to them during the years the War was 
fought. 

There is also an article about new movies which are based 
on the war, and the trends which are being set by these 
movies. 


Lau thun Kai--(Vietnam- 
ese soldier)--‘‘My 
family was very scared 
for me to fight in the 
war. But | was proud to 
fight for independance. 
Some of my family is 
still there.’’ 


Student’s brother goes to 
war, does not return home 


by Kathy Cobb 


We cried.when the news of my brother came. 

The Vietnam war seemed far away from our small Idaho town 
until the day my 21-year-old brother received his draft notice. | 
remember it well; June 23, 1970, my 14th birthday. The joyous 
occasion of my becoming a year older was interupted by a piece of 


into the field that | 
really got scared.” 


wn 


< 


‘Bill Dailey (U.S. Air 


paper that would take my brother away. 


é He reported to the Marine Corps center some weeks later and 
* learned he would be sent to Vietnam within two months. During that 


time he was to go for training and then spend a week with his family. 
My brother never said much about how he felt about the war. We 
had been raised to respect our country and everything it stood for. 
And our town, being very conservative, was very much into sending 
men to fight for ‘‘the American cause.’’ 
He left, very diligently, for his training the next week and was 
home about six weeks later. He talked of how the Marines was the 


Force)--’’My helicopter 
was shot down near a 
village and the people 
of that village helped 
me. For that | thank 
them because ! would 
not be here now if it. 
weren't for them.’”’ 


greatest thing in the world and that the war was for the American 
people. The system had gotten to him. 

His last week at home seemed only a minute. But something had 
happened to our family. We were closer than we had ever been. My 
brother, who was six-years older than myself, seemed to have 
turned into my best friend. When he left, | felt very alone. : 

Our last night was a somber occasion. All our friends and relatives 
came by to wish my brother well. An Uncle even talked of a job 
Opportunity for my brother when he returned. Little did we know 
they would only be words. 

The morning he left we all gathered at the airport to say good-bye. 
He hugged and kissed us all, acting like he was looking forward to 
getting over there. When it was my turn he said, “Youknow, | don't 
know if | can do it.’’ Only then did | see how scared he was. 

But he did do it; for eight long months. 

We received letters from him during that time in which he spoke of 
his buddies, and of Vietnam. One of his last letters there was a 
Special note to me. It said “I'm sorry.” 

After about eight months the letters stopped coming. We were all 
worried but thought he was just too busy to write. 

One day the mail arrived while | was home alone. | thought it 
funny. It was a letter from the US Marine Corps addressed to my 
parents. When they arrived home the phone rang just as they were 
opening the letter. My father turned pale as he read the letter to us. 

At that moment, | was full of so much hate | could have gone out 
and killed anyone in my path. | was angry at the country my father 
had taught us about. This war we were fighting was for no one. 

My brother was flown home and buried in military fashion in our 
home-town cemetary. The minister spoke about how my brother 
had given his life for our great country and he had helped mankind 
by fighting over in Vietnam. 

| didn't believe it for one moment, and | still don't. 

Even now whenever | think about my brother | feel very angry 
against the government, the military, and the country that killed 
him. Perhaps one day | will be able to look at it in a different 
perspective and maybe feel he did die for a worthy cause. 


Hollywood g 


by Dean Lyon 


The first television docu- 
mented war has finally come of 
age in Hollywood nearly ten 
years after the climatic 
escalation of bombings and 
campus protest in 1968. 

Vietnam was an unique sort of 
war. It was never really or legally 
classified as a war until Nixon 
dramatically ended it in 1972. 
The war in Vietnam was a 
chemical push-button statistical 
war that few Americans will 
admit having supported. 

That is not to imply that the 
sixties and the seventies did not 
provide us with war films that 
could be interpreted to relate to 
a broad sense to the Vietnam 
involvement. Quite the contrary. 
There was a whole slew of 
documentary/situation films 
such as Patton, M*A*S*H, 
Bridge Too Far and The Great 
Escape, but the social message 
in these films was hidden 
under different era disguises. 


Long before the Vietnam war 
was fashionable for Hollywood 
producers, John Wayne 
promoted a right-wing epic 
entitled The Green Berets in 
1968. Wayne helped portray the 
glorious heroism and undaunting 
courage which would ultimately 
give America “peace with 
honor.” 

The biggest problem with the 
Green Berets was that the 
Duke was too convincing and 
the Americans imagined the 
male relatives in their families 
Struggling alongside him 
Struggling to eliminate 
communistic expansion and 
defending the last vestiges of 
democratic free-thinking. 

More recently, Hollywood has 
provided us with three Vietnam 
war movies perhaps deriving a 
new and different movie genre. 
Coming Home featuring Jane 
Fonda and John Voight, Heroes 
with Sally Fields and Henry 
Winkler and Boys in Company 
C starring no one in particular. 


st }meland and an American social conflict 


es fh 


Henry Kashis--*’! don’t 
much like to talk about 
my experiences over 
there because there 
weren't many pleasant 
ones. However |! did get 
to know a few of the 
kids that followed our 
unit. That was real nice 
They didn’t have 
anywhere else to go.”’ 
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Vietnamese family life 
more ‘loose’ in America 


“‘We had good times 
and bad times over 
there. | met alot of 
buddies who | would 
not have known 
otherwise. Some came 
home and some didn't. 
We still keep in touch 


from time to time.’’ 


ges to Vietnam 


£ 


Coming Home was the first 
major attempt at dealing directly 


with the mixed feelings bred by 
an undesirable war. Hanoi Jane, 
siaties anti-war activist and 
sister of Peter ‘Easy Rider’ 
Fonda, is a housewife and nurse 
hung-up on an amputee but 
dedicated to her husband, an 
officer serving in Vietnam. 

Fonda wasn't allowed to make 
any strong statements 
regarding her personal attitudes 
on the war so unfortunately her 
sexpot image shows through. 
Fonda's personal trauma is 
representative of what many 
Americans experienced. 

Heroes is primarily a love 
story between Fonzie and the 
Flying Nun, the war is dealt with 
but not enough specifics to 
signify that the intent to make a 
statement is truly there. 

The Boys in Company C 
undoubtedly holds the award for 
coming to gripes with some of 
the actual dilemma arising form 


the war itself. Seemingly an 
answer to Green Berets and 
modeled somewhat after 
M*A*S*H, the Boys graphically 
explain body counts, night time 
fire fights and underhanded 
diplomacy. 

The viewer soon realizes the 
terrible picnic the Vietnam 
conflict was while learning 
about the graft and corruption 
going on among the South 
Vietnamese elites and _ the 
American officers. As always 
the doughboys get the miserable 
end of the stick, while the 
empire sleeps. 

Apocalypse Now, an illusive 
Francis Ford Coppola production, 
is a mortgaged and as of yet 
uncompleted film which deals 
with Vietnam. 

Perhaps in the style of the 
Godfather, Coppola will deal 
more strongly with the truth and 
outractites of the technological 
holocaust America provided 
Vietnam. Afterall, no Esso plant 
could be worth all that. 


by Le Duc Bui 
SAC Vietnamese Student 

The most difficult problem for vietnamese 
immigrants to the United States of America is the 
family system. 

The family system is the root of the society in 
Vietnam. It is based on a principle called’’Chinh 
Danh.”’ Danh means Name. It is the title that gives 
man his definite status in any society and defines 
his relationships with others. Without the name, 
or the definition of the social relationship, a man 
will not know his duties in that relationship and, 
hence, will not know his place, but if he acts in 
accordance with his position, social order will be 
ensured. 

As the head of each family in Vietnam, the 
father exercised an absolute authority over his 
wife and children. He had to earn and manage their 
estates and incomes. He had to be a good leader 
for his family. That was the most difficult duty. At 
home, his wife was inferior to her husband. She 
had more duties than rights in taking care of her 
husband and children. Her most important duty 
was to bring to her husband a male child to 
perpetuate his family. 

Many families coming from a common ancestor 
formed a clan. The head of a clan was the head of 
the oldest branch. He was entrusted with keeping 
the genealogy of the clan and was _ also 
responsible for the cult of ancestors. Through this 
cult the duty of filial piety materialized which was 
a bond that tied the living with the dead. 

On the other hand, everything is different in 
America. The Vietnamese-American family is a 
nuclear society. Women and children must 
shoulder their share of the work; but in the 
traditionally partriarchal family structure, women 
and children have a few legal rights. The father, by 
virtue of his strength, experience and _ skill, 
becomes a natural leader only. In addition, the 
industrial revolution in the West also serves to 
disrupt family unity and weaken parental 
authority. In the cities, fathers leave home to work 
in the factories, thus, much of the responsibility 
for directing family activities passes into the 
hands of women. In many cases, women and 
children are also employed in the factories and 
their separation from home gives them a taste of 
independence. As more women become 
employed, they become less satisfied with their 
role in the home. The employment of women 


outside the home demonstrates that they can 
perform tasks as well as men; it also exposes 
women to new social contacts and gives them a 
feeling of public importance. So men have lost 
much of their influence in family matters. The men 
earn most of the money, but they do not always 
decide how it will be spent. 

Upon leaving their country, some Vietnamese 
families lost their estates, financial wealth, and 
even an educational setback because of the 
language barrier. They have to work hard to build 
up their lives from the beginning. Most of the 
family must toil early and late to earn enough 
money. Money can buy necessities now, but, in 
this case, the money seems to create trouble 
because of the wife’s independence in regards to 
finance, plus the social tendency, which breaks up 
the old Vietnamese tradition of family or the 
relationship between husband and wife. Of 
course, the husband feels he is losing his power 
and becomes depressed. The wife has gained 
some power and is trying to develop it. As fast as 
she gains and develops it, the relationship of the 
cuple becomes more serious. 

Relationships between the parents and children 
have changed. During childhood, the schools take 
children out of the home during much of the day. 
They are also exposed to television, magazines 
and movies, so they learn to make judgments of 
their own as they become sensitive to outside 
influences. It serves to disrupt family unity and to 
weaken parental authority. When young people 
marry, they usually move away fromthe home and 
establish independent existences. Living in a 
world of strangers, they eagerly seek friends 
among their neighbors. Neighborhood 
acquaintanceships usually do not develop into 
deep and lasting friendships, they only 
compensate for a lack of permanent roots; so, 
there is a logical bond only which ties the living to 
each other. 

By these differences, there are some problems 
for Vietnamese families who have immigrated to 
the United States of America. The husbands and 
their parents feel angry and full of despair as their 
wives and children try to adjust to a new life so 
completely. They know both systems are not 
absolutely right as there are good ideas and bad 
ideas, but the older parents are afraid their 
children will forget the good and accept the bad 
ones. 
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ENTERTAINMENT --8 


n Unmarried Woman’: 


Seen from both sides 


Women tend to become 


suspicious over movie 


by Maureen Feeney 


It is hard to say good-bye to a million dreams, a thousand promises, and the 
one individual who shared these dreams and promises in “‘Holy’’ Matrimony. A 
newly released movie shows in true reality the pain and struggle to continue on 
after a broken marriage as An Unmarried Woman. 

Written and directed by Paul Mazursky, An Unmarried Woman, starring Jill 
Clayburgh, continues the 1977 trend of women in films. Just as Diane Keaton 
emerged as a major star in 1977, Jill Clayburgh will surely rate high on the 
Academy's 1978 listings. Paul Mazursky has provided her with a fully 
dimensioned role as an attractive fortyish wife and mother suddenly thrust into 
the agony of a divorce. 

With Mazursky’s insightful writing and direction combined with Clayburgh’s 
extraordinary performance, an onlooker cannot’ help but to relate to the 
withdrawal and struggle that this woman is going through. Anyone who has 
been close to a divorce, or at the losing end of a relationship: is sure to connect 
this film with their own personal experiences. 

Suddenly, her successful husband (Michael Murphy) breaks the news that he 
has been seeing a younger girl for the past year, and intends to move in with her. 
Almost instantaneously the audience begins to become suspicious of every man 
who enters the screen. 

The group Of gossiping losers, that she calls friends, are there for support,along 
with an analyst (Penelope Russianoff), and a strong mother-daughter 
relationship with a bright 15-year-old (Lisa Lucas). 

Life seems to begin again when she meets and falls in love with an artist (Alan 
Bates); however, Clayburgh must re-evaluate all she has learned about herself 
as a new independent,unmarried woman. 

Essentially, the film gives you a suspicious reluctance to any type of 
commitment. One finds oneself leaving the theatre with an overpowering 
stereotype that gives a definite feeling of skepticism of men in general. 

However, contrary to the negative impression towards a relationship,there is 
the personal judgement felt much deeper that tomorrow is your future but today 
you must decide what to do. It’s such a risk knowing you might gain everything, 
or lose. Somewhere deep inside we all possess the strength to decide what is 
best. The struggle is difficult,but there’s no doubt we can all succeed and create 
our own happiness. 


Gentleman sees movie 


as unusual stereotype 


by Russ Chesley 


Sometimes, it’s very difficult to look across the gap that separates human 
beings from each other and see our misconceptions turned around. 

Paul Mazursky’s new film, An Unmarried Woman, does just that in a deep 
look at a woman's experiences when her supposedly great marriage blows up. 

Jill Clayburgh, in her finest performance yet, seems to be the standard 
modern American wife; she has a job in an art gallery, but her life really revolves 
around her husband (Michael Murphy) and her marriage. 

The idyll is shattered when he leaves her and everything we know indicates 
‘that sheis inruins.Buthere we are surprised, for Clayburgh doesn’t crack up or 
recede into the woodwork as our conception of the middle-aged divorcee would 
dictate. 

No, she comes out fighting, and emerges triumphant -- over her ex-husband, 
over the jerks she encounters, over society's expectations and ‘over herself. 
An Unmarried Woman is not an easy movie for a man to watch without being 
impressed by the power and brutality with which the stereotypical images of 
women are reversed and the men in-the picture are thrust into roles that are 


. blatantly stereotypes. 


But that may be good. After all, men have stereotyped women for too long, and 
it’s time we get a taste of it ourselves. Portrayed as flat cartoon figures, the weak 
ex-husband, the swinger (Cliff Gorman) and the boor in the restaurant (Andrew 
Duncan) are devastating characterizations of such turnabout, and they hit right 
where it hurts. 

The only man Clayburgh can relate to honestly is Alan Bates, who plays an 
unconventional artist. As their relationship grows, she achieves an 
independence that is dynamic and touching. The thing between them works 
because they formed an empathetic bond that lets them deal with one another 
as people, not caricatures. 

Only when we break the stereotypes and begin seeing each other as whole 
beings can we close the gap and discard our illusions and misconceptions in 
favor of more realistic relationships. 

It's too easy to write off An Unmarried Woman as simply a “woman's film.”’ 
Certainly it is a motion picture that employs a point of view distinctly feminine, 
and it does view men harshly for the most part. 

However, there is great value in overcoming initial reactions andtaking ahard 
look at the other side of the coin. It’s not easy to do, when a film confronts you 
with your own flaws magnified and exaggerated, but it’s important to try. 

It’s significant that a man (Mazursky himself) could write the screenplay for 
this unique movie and bring to his work a sensitive eye for the condition of the 
modern woman in our culture. Perhaps all men should develop such perception. 


Outlaws bring 


ROCK’IN THE SOUTHLAND--The Outlaws, one 
of rocks ‘‘big’’ name bands jamm’in heavy last 
Monday at Long Beach Arena. The bands 
guitarists, Thomasson, Salem and Jones proved 
to Southern California that their southern style 
is ‘‘back and alive?’ 


(photos by John Thompson) 


it 


back alive‘n’loud 


by John Thompson 


The heavy metal music of the 
Outlaws, one of the Souths 
prestigious rock'n'roll bands of 
the seventies, was on display 
last Monday night at Long Beach 
Arena. What they showed the 
enthusiastic crowd of around 
10,000 was that they could 
definitely, with style, and 
finesse, “bring it back alive.”’ 

The Outlaws latest release 
titled: Outlaws; Bring It Back 
Alive was performed expertly 
along with other recordings,. by 
the six musicians of the group 
that do indeed live up to their 
name, the Outlaws. 

The guitar wizardry and vocals 
of the bands three ‘‘straight 
shooters,’ Hughie Thomasson, 
Billy Jones and Freddie Salem, 
the bass of Harvey Dalton 
Arnold, and drumming of Monte 
Yoho and Dave Dix kept the 
crowd rock’ n after the nights 


earlier groups also showed their 
own ‘‘styles” of rock’n’roll. 

Striker, an up-and-coming 
English group started the 
evening and was followed by 
another “rocker” from ‘‘down 
south’, 38 Special. 

Both these groups had their 
high points. and low ones, but 
overall they did what they were 
Supposed to; start the place 
“TOCK:.,- , 

If one had ever wondered 
about the Outlaws concert work, 
this tour cleared a lot of peoples 
minds that had doubts on how 
good of musicians they really 
are. The teamwork and 
preciseness with their guitar 
solos overshadowed the vocals 
of the group, but as in every 
group today, “‘style”’ is the key, 
and the Outlaws have that 
particular style in certain tunes 
that people, who have not 
listened to before,are beginning 
to catch on to fast. 


ee ae 


After coming on stage rather 
late, (around 10:30), they 
entered with a loud and 
wholesome welcome from the 
“cowboy hatted’’ crowd and 
ended with an excellent and 
well played version of perhaps 
their most famous recording 
which left the crowd ‘‘standing:’ 
Their rendition of ‘Green grass 
and high tides’’ for an encore 
was excellent, and one of many 
songs that still stands out in my 
mind. 

Being an avid rock'n'roll fan 
for many years, but neyer 


viewing an Outlaws concert. 


before, they have gradually 
become over the past few yedrs, 
one of “rocks” up-and-climbing 
groups. They indeed have the 
potential to continue to win fans 
all over the nation. 

| know they won a few in 


Southern California. myself 
being one among them. 
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| el Don photog takes to 
| the sky at Elsinore and 
| fulfills a life ambition 


(photos by John Whitfield) 


rates a, | RT Naya iy inti oa renee r oS . 
; , ah ewe ae > : - - “s = ‘ * 4 
was es Meee < 7 ee ee ets et a 
eee. dia - ee IO Sede 1g er. Soa t: . Sa A CI ice 


om —_ 


~ — - ae 
~ mee - om 


ON THE WAY UP--Whitfield is towed by the plane that will 
release him into the rising masses of air. Those waves will keep 
him aloft indefinitely as long as he can find them. 


‘ 
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PHOTO *’ACE”’--el DON photographer John Whitfield waits his turn to be 


towed into the sky for a day of thermal riding. Lake Elsinore is the weekend 
site of feverish sailplane activity. 
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IN SEARCH OF THERMAL AIR--The tow plane leads the glider to an area FREE AS A BIRD--Having caught the thermal, the pilot and passenger 


where it will be released to ride the thermal waves before returning to the are left to enjoy the challenge of finding more thermal. ‘‘I felt an intensely 
ground. Because the glider has no engine, it must depend on the rising supernatural sensation -- like being suspended in mid-air forever,” 
currents of warm air to keep it up. Whitfield said. 


Photographer John Whitfield took his camera to 
Lake Elsinore glider port to capture his aerial 
experience on film 


. 
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ALMOST HOME.--Having ridden the thermals, the plane leaves them AHHHH--Back on the ground Whitfield reflects on the last twenty minutes 
and circles the airport looking for the best way to approach the runway during his ride. “It seems like a dream. What an incredible experience. It’s 
as it loses altitude. like changing your form from man to bird.’ 
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CASE . 


RICO 


HUNTER 


TURKNETTE 


Classified 
Ads 


‘76 Datsun longbed. Shell, 
Carpeting and storage. Light 
blue velour seats. $3400. Call 
537-8569. 


Wanted-female roomate to 
sare a two-bedroom house in 
O: age with the same. Would 
pre. - young, liberal minded 
stud.nt who likes cats. 
$135.00 includes rent and 
utilities. Call Pattiat541-6064. 


Summer Jobs available. 
Established company, Estab- 
lished customers. Flexible 
hours. Great $$$. Contact Joe 
Dias, Placement Office in SAC 
Administration Building. 
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A woman president, or maybe an NBA guard? 


What the campus thinks 
about females in sports 


by John Thompson 


In the sports worid of today the rise of 
competitiveness of the female sex has reached a 
point where people are beginning to wonder if 
women can, or ever will, compete on an equal 
basis in the professional level as men. 

Recently el Don conducted a student-teacher 
survey of both day and night people here at SAC. 
Asking the questions: What do you think of the rise 
in womens sports? Do you think they will ever 
compete on an equal basis with men? And, if 
women do make it professionally along side men, 
will we see a woman president before we see a 
female Angel first-baseman? The replies received 
were quite interesting. 

Brian Case, Political Science major, stated, “‘I’m 
glad to finally see women gaining some 
recognition in sports, but | believe the social mores 
have to be broken down before women do advance 
to the stage of competing with men. A lady 
president! Maybe.”’ 

“I'm very glad to see women eomipeting in 
sports today more than before” stated Ken 
Turknette, public speaking instructor and 
Forensic’s coach. ‘‘As far as becoming equal as 
men in sports, | don’t think will happen but women 
competing with men could happen. When, its hard 
to tell.” 

“I'm fully aware of the rise of our sex in sports, 
and really happy to see it,”’ says Art major Debbie 
Stevens. “I think someday in the far future women 
will be playing equally with men, but as far as 
having a woman president before that, | don’t 
know. It’s a possibility.” 


Scott Baker, psychology 
major and full-time student, 
“the rise of women is 
good for all sports, but | think 
they should stay in their own 
leagues rather than try and 
compete with men. A woman 
president could happen, but in 
the very far future.” 


SC. BAKER 


FOLK DANCING 


International 
Balkan,Israeli,etc. 


BEGINNERS WELCOME 
Veselo Selo 


719 N. Anaheim Blvd. 
Anaheim, CA 92805 
(714) 635-SELO 


Ron Rico, Business maior, simolv_ stated, 

“Someday women will make it in pro sports, but 
in politics, as far as president, | don’t think so.” 

lerri Langhans, Sports Information Director 
here at SAC,was quite outspoken on the issue. 
“There has not been a rise in women’s sports; 
women’s sports have been around as long as 
men’s .The ‘rise’ has been in spectator interest in 
women’s sports. People have finally realized that 
women compete on an exciting, action-filled level 
also, and they are turning out to support the 
events. About a woman president, | think we will 
see women competing with men before we see 
that.” 

Hal Spolerich, English major replied, ‘Pound for 
pound, women will never be equal to men, brains 
(politics) there’s a possibility.” 

Kitty Hunter, 20, Business major, stated, ‘I’m 
very aware of the rise, | myself am an avid sports 
nut. In the future we will see both, but it could bea 
while.” 

Reggie West, Santa Ana Valley grad, Law major, 
simply stated,”“Yea man, someday we'll see both, 
probably in the 22nd Century.” 

Dianne Elliot, Physical Therapy major, and one 
of SAC’s gifted women athletes replied, ‘‘We are 
gaining more recognition, but | still don’t think 
that’s enough. Women are still considered to be 
weaker than men in a lot of aspects. Most 
definitely we will see women competing with 
men in the future, before we see a lady president.” 

Also asked about the entire sports programs 
here at SAC, Elliot continued, ‘ The mens 
programs are pretty well set, now they need some 
coaches who can handle the women.” 


Sue Baker, art major, stated, 
“| think it’s great that women 
are really starting to get 
recognized in sports. If women 
do ever try tocompete with men, 
| believe it will happen before we 
see a female president, but they 
have about the same possibil- 
ities.’ 


SU. BAKER 
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IMMEDIATE OPENINGS 
NOW AVAILABLE for 
SUMMER VACATION 


involves some weekend training 
apply in person at the 
Disneyland Personnel Office. 


éive rr A SAMPLE 
OF & of the most 
exciting tobac 

inthe world... 


1 ounce of any of 
The Tinder Box® 
Pipe Tobacco Blends 


South Coast Plaza 
Costa Mesa 
§40-8262 
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Dons falter, 
host Griffins 


tomorrow 


by Dave McMurray 


The SAC baseball team has 
put together It’s longest losing 
streak of the season. Their last 
two games resulted in losses of 
18-6 to Fullerton and 12-7 to 
Cerritos, making it the first time 
in ‘78 that the Dons have lost 
two in a row. 

The team’s conference record 
slipped to 2-4, but they are still 
in the race with 12 games left on 
the schedule. Coach Reach 
admitted that “the last two 
games were the worst we 
played all year.’ He went on to 
say that “if we don’t pull out of 
this slump, we'll be out of the 
race in a hurry.” 

Jeff Orville has been getting 
most of the pitching assign- 
ments and has received no help 
from the bullpen. Reach has 
been forced to leave Orville in 
the game, even if he has lost his 
effectiveness, because his other 
pitchers, Richardson and Wing, 
are more effective as starters 
than they are in relief situations. 

Despite the defensive 
problems, the team’s overall 
record is 14-7. Much of the 
Don’s success at this point can 
be attributed to a potent offense 
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SWING’IN ED--Freshman outfielder Ed Amelung gets a base 


hit in an early non-league clash. Amelung has been a very 
consistent hitter for Reach’s ‘‘nine’’ this campaign, hitting 
around the 300 level for the entire campaign. 


that is averaging about 13 hits a 
game. Ed Amelung leads the 
team inhome runswith five but 
the hottest bat on the squad 
belongs to Reggie West. Reggie 
has gone 8 for 10 in his last 
three games. 

Looking toward the stretch 
run in the rugged SCC . race, 
Coach Reach still thinks anyone 


can win it. Although at this point 
he thinks Fullerton has the 
strongest team. 

On the Don's pennant 
chances, Coach Reach said, 
“We are going to have to win 10 
out of our next 12 to take it.’’ He 
continued, “This team has the 


‘talent, but has to stop making 


errors.” 


Men’s body conditioning; 
the thick and thin of it 


by John Selindh 


Are you tired of being a skinny 
runt? Do people kick sand in your 
face, even when you're not at 
the beach? Does it aggravateyou 
that your girlfriend has to open 
the car door for you? Well friend, 
have we got something for you... 

Sound like an advertisement 
in the back of some girlie 
magazine? It well could be. It 
could also be a creative course 
description for P.E. Activity 225, 
Men's Body Conditioning. 

As it is the course description 
reads, ‘Large muscle develop- 
ment utilizing weights and 
weight machines.” But building 
large muscles isn’t really the 
goal of the conditioning class. 

The class utilizes a method 
known as_ Circuit training. 
“We're trying to increase 
repetitions and quickness while 


keeping the weight constant,” 
explained instructor Russell 
Chesley, ‘It's a good way to get 
your body toned and stay in 
shape. ; 

Someone must be getting 
something out of it, the eight 
classes offered average over 40 
enrolled students each. 

Champ Clark said he took the 
class for ‘‘general body 
conditioning. I'm just trying to 
stay in shape.” Clark, who is the 
senior member in his class at 38 
but looks to be in his mid- 
twenties,added, ‘| find the class 
very enjoyable.” 

“It's the way things are today, 
it's a health kick,’ explained 
Robert Vazquez, ‘I'm trying to 
get back in shape. I've been 
sitting around too long.” 

Other class members have 
more practical motives for the 
conditioning. ‘I’m getting in 


shape sol can have the ability to. 


compete in different sports like 
racquetball and_ wrestling,” 
relayed John Petyo,who is also 
enrolled in the wrestling class 
offered on campus. 

Some of the “iron’pumpers” 
are in just for the fun. Ron Ford, 
who is in his second semester in 
body conditioning) took it 
because “'l like to lift weights.” 

The grading is geared more 
toward effort than muscle 
growth. ‘Most of the people in 
the class will get A’s or B's,” 
said Chesley, ‘Participation, 
improvement, and attendance 
count.” 

“With this and the three 
minute jog we suggest at the 
end of class twice a week, it’s a 
pretty good workout,’ summed- 
up Chesley. 

Charles Atlas muscles by mail 
drop-outs, eat your hearts out. 


Men’s Sports Round-up 


Track 


The cinder fellas danced well, 
but Cerritos called the tune as 
they out stepped SAC 85-59 on 
the Don track last Friday. The 
spikers finished the conference 
schedute with an unimpressive 
1-5 record, but there were some 
very impressive performers who 
did well individually. 

George Carlos had the league 
mark in the 400 meter dash with 
a 48.4 clocking. Raymond 
Estrada did well all year in the 
5,000 meter run and is ranked 
fifth in Southern California. The 
400 relay team had a season 
best time of 42.4 which ranked 
them second in the conference. 

Leo Hebert was one of the top 
sprinters as he took the 200 
against Cerritos and finished 
second in the 100 with 22.1 and 
10.8 -dashes respectively. He 
also anchored the winning 400 
relay team. 


Estrada won the 5,000 as 
teammates: Raul Aguero and 
Steved Kovatch finished second 
and third. 

The squad travels to 
Bakersfield tomorrow for the 
Bakersfield Relays. Coach 
Howard Brubaker feels the team 


will do well, saying ‘This is one 
of the best teams this school has 
had in five years. The guys we 
have competing are all 
winners.” 

Although there isn’t a girl's 
track team, but freshman 
Monica Silbas will accompany 
the men to Bakersfield. Silbas 
will compete in the women’s 
discuss throw along with the 
javelin in which she is ranked 
fifth in Southern California in 
women’s competition. 


Swimming 


The SAC’ swimmers left 
yesterday for San Diego to 
spend three days swimming and 
basking in the sun. Recuperating 
from their 62-49 defeat at 
Cerritos? Resting after finishing 
the conference season with a 1- 
5 record? Hardly. The team is 
swimming in the South Coast 
Conference Championships. 

Coach Robert Gaughran 
predicts that the team will do 
-well and that some of the 
individual swimmers’ might 
qualify for the Southern 
California Swimming Champion- 
ships which will be held in two 
weeks. 

The 400 yard freestyle relay 


qualified for the Southern 
California meet last week at 
Cerritos swimming the event in 
3:30 flat. Members of the free 
relay are Garrit Slingerland, 
Brian Pope, Mike Demont and 
Jeff Angier. ‘When we shave 
down and taper sufficiently, our 
relay will have the potential to 
qualify for the state champion- 
ships,’ forecasted Slingerland. 

The 400 medly relay was 
beaten by Cerritos, but also 
qualified for the Southern 
California meet earlier in the 
season breaking the four minute 
mark. 

Pope swept the 50 and 100 
free against Cerritos while 
Slingerland took the 200 free 
along with the 200 backstroke in 
a life-time-best of 2:17.4. Rich 
Kingsland took second in the 
three-meter diving even though 
he had never dove in a meet 
before. 


“We had a good meet, they 
just swam faster unfortunately, ” 
reflected Gaughran. 

Mike Demont pulled ligaments 
in his leg last Monday night and 
will not be able to compete in the 
Southern California Swimming 
Championships or the conference 
finals. 


April 14, 1978 
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The nationals 
for the 
‘Warren Gang’ 


Men’s and women’s voileyball here at SAC has, without 
question, reached a point where they are both considered 
“powerhouses” in the Community College ranks. 

Just past the halfway mark in the men’s season, Coach Armen 
Guleserian’s Dons are still undefeated (13-0), and have to be 
considered a national power amongst the Junior Colleges around 
the nation. 

The Donas, under the fine coaching of Nancy Warren, finished 
No. 1 in the state back in early December, and concluded the 
1978 campaign with an unblemished 41-0 record, extending 
their impeccable two-year winning streak to a flawless 90-0. 
Quite a feat! 

Well, come May 16-20, the women’s national championships 
begin in El Paso, Texas, to beconducted by the United States 
Volleyball Association (USBVA). 

To qualify for this prestigious tournament, you had to finish 
amongst the top ten teams in the state. Thus determined, in the 
Southern California region, by open class tourneys that were 
held back in January. 

“There will be no teams competing as colleges,says Warren, 
it’s an all open-division tournament. We have been competing in 
various open-tournaments for a while, gradually getting ready for 
the nationals. 

“With this being open,’ continued Warren, ’‘Itwill boast a lot of 
tough competition. These teams that have qualified, from all 
over, range from coaches, former college and amateur-players 
that have lots of experience. It will be a good experience for the 
girls, that is if we can afford the expenses.”’ 

Not participating as a school, the entire funding for the trip has 
to be raised by the team itself, and the spending be kept to a 
minimum. 

Coach Warren is taking as many people as _ are able to go, 
which will probably comprise a team that looks somewhat the 
same as the one that brought SAC the state championship, and if 
they play like they did in the state tournament, they will 


undoubtedly be tough. 
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naction 
here against Cerritos. The Falcons along with Fullerton are 
considered by coach Sally Palmer to be the top teams in the 
SCC. A victory this game would be a ‘‘triumphant’”’ one for the 
Donas. 


Women’s Sports Briets 


Softball 


The SAC women's softball 
team lost its last three games 
which puts playoff hopes for the 
‘78 campaign virtually out of 
reach. The setbacks came at the 
hands of Fullerton, 6-2, Mt. 
SAC, 4-1.and Orange Coast 5-4. 
which drops their record to 3-8. 


With 10 games left on the 
slate Coach Palmer would like to 
see the team finish with at least 
a .500 average. 

The |Donas:; next game is this 
afternoon at 2:30 here against 
Mt. SAC. 


Tennis 


The women’s tennis team 
continued what has been a very 
satisfying season thus far witha 
convincing 6-3 victory over Mt. 
SAC last Monday. 

The DonasS dominated the 
singles competition taking five 
out of the six matches. They split 
the doubles one match apiece. 

The star Monday was Lori 
Gutierrez who won her singles 


match in straight sets and 
teaming up with Tara Mulligan 
won the doubles set. 

Sally Fairbanks, Lori Styles, 
Caroline Canada and Peggy 
Butcher also won their matches. 

The Donas next match will 
be at Grossmont Tuesday. The 
next home match will be 
Thursday at 2:30 against 
Cerritos. 


Basketball 


SAC’s women basketballers, after a lengthy lay- 
off over Easter, started things back on the winning 
track as they beat OCC 41-28 to make their season 
record 4-9. The Donas next clash will be tonight 
against Mt. SAC at 7:30, here. 
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Reyes Connie Chung, KNXT news- 


Schedule 


. Visiting students arrive 


caster, begins her presentation 
in Phillips Hall. 


WTTG in Washington, D.C. as a copy person before 


New York or Chicago that anchor the major hour news 


Jeanette gave up the Nixon watch after 
capturing David Frost and Nixon as they left the 


renown five years later for his pursuit of Nixon 
photographs. 


be moving as soon as they build a new set.”’ 


covering the news. Jeanette has other people including his wife 
monitoring the radio during most hours of the day. 


12:10 p.m. ..Short lunch break 

i | 8 te Three workshops will be 
offered: 
1) In room A-1,Rochelle Reed, 
contributing editor for New 
West magazine, will talk on 
Service Journalism. 
2) Deris Jeanette, L.A. Times 
photographer, in A-2 will 
present a videotape and 
photographs regarding his 
personal ‘Nixon Watch.’’ 
3) Editors of SAC’s el DON will 
give high school journalists 
some practical advice on 
putting together their paper. 

E The seminar will be in A-6. 

P fi Oe an er A repeat of the above seminars. 

: 2700 a etn Closing of Journalism Day ) 
activities with an awards ; 
ceremony where the plaques 
will be presented to the winners | 

(photo by Jeff Armstrong) of the Mail-in Contest and the \ 
FILM AT ELEVEN--KNXT’s Connie Chung adds Channel 2 in Los Angeles along with George Sweepstakes trophy will be 

the finishing touches to one of her news stories. Benti. Chung came to L.A. after working as a awarded. ie 
: Chung co-anchors the five and eleven news on CBS News correspondent in Washington, D.C. s 
5 n 
: 7 . iT 
KNXT anchor person highlights day t 
4 fe 
; * v * S 
iv ; 
: ‘ “For a time happy talk was in,” explained Connie graduating from college. She worked her way up writing shows.”’ O 
% Chung, co-anchorperson of KNXT Channel 2's five and for ‘The Ted Baxter of that station’ until she became an “As far as the networks go they are still in the dark 
q h eleven o'clock news. ‘‘That’s fading. Viewers are not on-the-air reporter in 1970. ages,’ she maintained. “Barbara Walters was a 
q really interested in having us yuk it up. It’s on its way Things began to move quickly for Chung after CBS breakthrough but it didn’t open the floodgates.”’ a 
i. out.” - made her a reporter in 1971. She was a part of a four- “We haven't reached the stage where all of us C 
Rr A new management at KNXT-in Los Angeles has person team covering the White House the night Nixon (women newscasters) are old, baggy and fat. That will be a 
ay shifted the focus of the news towards more ‘‘news- resigned. “| bumped into one of Nixon’s aides on the the true test,’ said Chung. ‘‘Men are allowed to get old. d 
. 8 oriented, journalistically oriented stories,’’ commented lawn,” recalls Chung. “‘And he told me exactly how the I'm waiting for that.” 
Pi. Chung. President had acted all day.” Chung seems to thrive on the activity of the 
.) “It's a myth that local television is too abrevidted,’”’ she In 1974, Chung became a CBS News correspondent newsroom. ‘It becomes very hectic an hour or two 
hi added “It is abreviated to the extent that it is assigned to covering the activities of Vice-President before the news. Everybody is going crazy.’’ She works 
Pa encapsulated. We are a headline service. You have to go Rockefeller and other Washington news before coming best under pressure, ‘‘I'd never get anything done if it 
me out and get a newspaper to get the whole story. to the West Coast. wasn't for an immediate deadline.” 
: R “A lot of people say that we give the local news only a “Los Angeles is really quite unusual,” relates Chung. The 31-year-old journalist may be in for yet another 
¥ light touch that is just not true.” “Women are doing much better as far as getting jobs on move. “The news-room set that we are currently using 

Chung began her career in broadcast journalism at the air particularly in L.A. There aren't any women in is too noisy and distracting, ’’ explained Chung. ‘So we'll 


b 
p 
L.A. Tim | 
Imes photographer : 
Ld] | ry, 
s e n 
h rad | 
captures news with radios 3 
“A lot of things oan be picked up on by listening house in Monarch Bay after the first taping of the Ss 
to the radio,” commented Los Angeles Times’ interviews. “‘It was really getting boring after the tl 
“Nixon-watch” photographer Deris Jeanette. “‘It first six months and eventually nobody really #2 ii A | J d 
gives you an overall picture of what is happening cared about the pictures.” 
and it lets you get there before anyone else.’’ “An interesting parallel to watching Nixonwas i (sti(itéi‘—‘—ts*sSC~CC a i 
Jeanette discovered the real value of radio Bubbles,”’ said Jeanette. ‘| camped out five or six N 
monitoring while pursuing former President nights down there and | used the same (radio) gear r 
Nixon. “In most cases the most important thing as the Nixon watch.’’ | had my own command V 
outside of inside connections were my radios.” post there with television, lunch and | had my O 
“Nixon was evading the press so much, the friends come visit me.” p 
public and the press both wanted to know what he Jeanette is the primary owner of The 
was up to,” said Jeanette. ‘| decided that Newsroom, Inc. in Anaheim a radio scanner and Vv 
somebody had to see what Nixon was doing.” related products store. ‘Which came about as a p 
“At first | played the game like everyone else part of the Nixon thing.”’ The store is also the v 
and sat outside his gates in San Clemente and headquarters for the Orange County News Bureau tl 
waited. That was a mistake.’’ Jeanette then began which offers news, monitoring, photos and other p 
i to monitor what the Secret Service was saying on services. t| 
the radio. “It took me six months to decode their Jeanette claims to have had no formal training tl 
ay messages and then only the common terms, but it in photography. “I started taking pictures at 13 i 
#3 let me follow their moves.” and | freelanced for the Times when | was in high a 
“They were saying that Nixon was too sick to school.’ He served as a photojournalist in the a 
2 testify on Watergate,’ Jeanette pointed out, ‘‘and| Navy for three years. 
showed him playing golf. Nearly all of my pictures After leaving the Navy Jeanette managed to get a 7 P 
of him were exclusives and they were distributed a job on the staff at the Times nine years ago this ”" (Times Photo by Steve Rice) tl 
all over the world. He added, ‘‘It just got to be an June. Little did the Times or for that matter RADIO WATCH--Deris Jeanette, Times staff photographer, h 
obsession.” Jeanette know that he would become world- relies on the radios mounted in his car to make him effective in a 


